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UNCLASSIFIED 

PAGE 01 STATE 161344 
ORIGIN SCSE-00 

INFO OCT-01 ISO-OO VA-01 /002 R 

DRAFTED BY SCA/SCS/AMLONON/AML 
APPROVED BY SCA/SCS/RDBELT 
VAH-SDESHIELDS (PHONE) 

021505 121510Z/46 

P 121459Z JUL 77 

FM SECSTATE WASHDC 

TO AMEMBASSY COPENHAGEN PRIORITY 

UNCLAS STATE 161344 

E.O. 11652: N/A 

TAGS: CFED (MARSHIO, PAT C 21 496 651) 

SUBJECT: ORDER OF VETERAN S PROSTHETIC DEVICES 
REF: COPENHAGEN 4083 

1 . ACCORDING TO VAH ALL ATTEMPTS TO LOCATE CON-SEAL CORP. 

HAVE PROVEN NEGATIVE. AGENCY UNABLE TO CONFIRM WHETHER 
COMPANY STILL IN EXISTENCE. 

2. VAH STATES CABLE DATED 6/17/77 WAS SENT DIRECTLY TO 
POST WHICH ADVISED THAT HOSPITAL WAS STILL ATTEMPTING TO 
LOCATE REQUESTED MEDICATION BUT IN THE INTERIM SUBSTITUTE 
SUPPLIES WERE BEING SENT. 

3. SINCE REQUESTED MEDICATION UNAVAILABLE AT PRESENT PLEASE 
ASCERTAIN FROM VETERAN WHETHER SUBSTITUTES WILL BE 
ACCEPTABLE. 

4. FUTURE REQUESTS MAY BE DIRECTED TO THE ATTENTION OF 
MR. SHIRLEY NELSON, CHIEF OF PROSTETICS. VANCE 
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